RNB/WB_R3685.01 


DAVE HILL also has a copy of R3685.01 (RNB/WB) 
with the centre 2 pins of the last B missing. He 
at first thought it was a partial but wonders how 
many other copies like this exist and whether it 
is a different perfin. 


Perhaps the Radnorshire and North Brecon Water 
Board, whose perfin it is, underwent some change 
like a lot of other Water Boards. 





Perhaps the Board became a Division and this is a 
half hearted attempt to make the perfin into 
RNB/WD. 
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